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NORMAL RECOVERY MODE WITH LIFE BOAT BACK-UP WAS ATTEMPTED ON REV 112. 
NORMAL MODE FAILED, LIFE BOAT MODE UNABLE To ER USED BECAUSE TRACKING 
STATION COULD NOT RADIATE COMMANDS. REASONS UNKNOWN AT THIS TIME, 
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